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CONFIDENTIAL STATE 122016 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, HU, PL 

SUBJECT: UK PHOTO CELLS TO HUNGARY AND POLAND - IL 1548 

REF: A) COCOM DOC (75)840 

B) COCOM DOC (75)943 

C) COCOM DOC (74)2136 

USDEL MAY STATE NO OBJECTION TO REF CASES BUT SHOULD NOTE 
THAT US TECHNICIAN ADVISES THAT ULTRAVIOLET RATHER THAN 
INFRARED IS MORE OFTEN REQUIRED FOR FLAME DETECTION. FYI: 
RECEIPT OF REFS A AND B PROMPTED FURTHER STUDY OF TYPE 61 
SV DETECTOR AND RECONSIDERATION OF REF C ON WHICH WE HAVE 
BEEN IN RESERVE SINCE LAST NOVEMBER PENDING RECEIPT 
OF END USER INFORMATION. IT WAS CONCLUDED THAT STRATEGIC 
RISK WAS SUFFICIENTLY SMALL AS TO ENABLE LIFTING OF US 
RESERVATION. KISSINGER 
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